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O P 251018 Z MAY 73 
FM AMEMBASSY BANGKOK 
TO AMEMBASSY SAIGON IMMEDIATE 
INFO USSAG IMMEDIATE 
SECSTATE WASHDC PRIORITY 3496 
AMEMBASSY PHNOM PENH PRIORITY 
AMEMBASSY VIENTIANE PRIORITY 

CONEIDENTIAL BANGKOK 8244 

EXDIS 

FOR AMBASSADOR SULLIVAN 

E. O. 11652: GDS 

TAGS: OTRAVSCBLATH 

SUBJECT: TRAVEL PLANS OF AMBASSADOR SULLIVAN 

1 . WE HAVE ARRANGED THE FOLLOWING SCHEDULE FOR YOU 
VISIT TO BANGKOK: 

1600 ARRIVE DON MUANG AIRPORT, MET BY CHARGE' D' AEFAIRES 

1600 MEET WITH GENERAL VOGT IN VIP ROOM ON MILITARY 
SIDE OF AIRPORT IN SECURE AREA. 

1700 DEPART FOR DEPUTY MIN OF FONAFF RESIDENCE 

1730 DISCUSSIONS WITH DEPUTY MIN FONAEF AT HIS RESIDENCE. 

1930 DEPART FOR DON MUANG AIRPORT ( TENTATIVE) 

2000 DEPART BANGKOK ( TENTATIVE) 

2. PRIMIN THANOM IS NOT IN BANGKOK. DEPUTY FONMIN 
CHARTCHAI CHANGED SCHEDULE IN ORDER TO MEET WITH YOU 
CONEIDENTIAL 
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AT 1730 BUT CANNOT MEET AT 1700 AS YOU SUGGESTED. 

ASSUME YELLIN WILL ACCOMPANY YOU ON CALL. 1 WILL ALSO 
BE PRESENT. GENERAL VOGT IS AGREEABLE TO MEETING AT 
THE AIRPORT FROM 1600-1700. 

3. IF YOUR SCHEDULE PERMITS I, POSSIBLY WITH ONE OR TWO 
STAFF MEMBERS, WOULD KIKE TO HAVE SOME TIME WITH YOU 
FOLLOWING THE MEETING WITH CHARTCHAI. 

4. GUEST HOUSE AT RESIDENCE ( 3 BEDROOMS) WILL BE AVAILABLE 
IF YOU NEED IT. 

MASTERS 
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